LEGO Systems, Inc.
555 Taylor Road Enfield, CT 06082 (203) 749-2291
Manipulatives to teach physical science concepts.
LET'S GET GROWING
General Feed and Seed Company
1900-B Commercial Way Santa Cruz, CA 95065 (408) 476-5344
Tools, seeds, supplies, and books for classroom gardening.
METROLOGIC INSTRUMENTS
143 Harding Avenue Bellmawr,NJ 08031 (609) 933-0100
Laser-optics accessories and instructions for use in elementary classrooms.
NATIONAL GEOGRAPHIC SOCIETY
17th and MStreets,NW Washington, DC 20036 (202) 857-7000
Multimedia kits, software, filmstrips, videos, and books.
NATIONAL SCIENCE TEACHERS ASSOCIATION
1742 Connecticut Avenue, NW Washington, DC 20009 (202) 328-5800
SCIENCE AND CHILDREN magazine and other printed materials concerning science education.
NATIONAL WILDLIFE FEDERATION
8925 Leesburg Pike Vienna, VA 22180 (703) 790-4000
NatureScope activity series for teachers, audiovisual programs on environmental science, posters, and teaching guides.
NYSTROM/EYE GATE MEDIA
3333 North Elston Avenue Chicago, IL 60618 (312)463-1144
New hands-on programs for middle school, models, charts, and sound filmstrips for different grade levels.
PLAY-JOUR, INC.
200 Fifth Avenue, Suite 1024 New York, NY 10010 (212) 243-5200
Capsela Scientific kit includes a guide with 25 lessons covering specific physical science concepts.
RIGHT BEFORE YOUR EYES
136 Ellis Hollow Creek Road Ithaca, NY 14850 (607) 277-0384
Natural history poster series covering common animals and plants of North America, appropriate for all elementary grades.
SAVI/SELPH
CENTER FOR MULTISENSORY LEARNING
Lawrence Hall of Science University of California Berkeley, CA 94720 (415) 642-8941
A series of science-enrichment activities designed for handicapped students that may be used with all children.
THE SCIENCE MAN
P.O. Box 56036
Harwood Heights, IL 60656
(312) 867-4441
Science resource books.
SOIL CONSERVATION SERVICE
U.S. Department of Agriculture P.O. Box 2890 Washington, DC 20013 (202) 217-2290
Hands-on activities, such as making your own soil profile, education publications, posters, and transparencies for use in elementary and junior high school classrooms.
SOUTHERN PRECISION INSTRUMENT COMPANY
3419 East Commerce San Antonio, TX 78220 (512)224-5801
Microscopes and microprojectors1 for use in the elementary classroom.       Motion and            and Motion
